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a. 

bo 


The firm Schaeffer & Budenberg* belongs to the SAG "Pribor" and is it i,-*,# 
member. Other firms belonging to "Pribor" are: ters * Bt 

Steinle a Hartung, Quedlinburg* producing pressure regulators , 

electric 2zore. S * hl * vn * uaae 315,311 olectric Hotor3 > for 

SsXinIn)!’** 81 '’ Lelp3iSj producing tension testing machines (Zerreiss- 

LIf*?*®!?' Che f litz » Producing electrical measuring instruments, 
switchboard instrusaonts 9 watt rasters and H©a goring bridges 0 

pr ° awaae “«******«*»*•. crdiogwph, 

oachsonuerk in Hade berg s producing large electro-notorn „ 

Sprltz & Frensgiesserei, Ileidenau, producing zinc and aluminum dies* 


to 

go 


^2^ T n3factured 311 high-pressure equipment 
<~na pressure gauges, i his production has now been crirnled fro- qt^T+Bm ip . 

5 *S As a Si®!®? £5^*2 

•*°2” »«• «>*,% i- onflow , 

continuous work-hardening are not applied. roxiing or of 

Tne firm can no:/ only produce nanometers for pressures of not m«r« t w , non 

tt.sjsus ssss: 2 - — ~ ~ 


a fl 


Apparatus for hot steam and viscous liquids (petroleum) « 


be. Six-color recorders for thems-elements. Moving coil meters with "Pan 
bBgelaehreiber" j difficulties exist because of f SShSU coSr S£n. 
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c « Single-point recorders for therno-eleirants. 

d« Single— point recorders for resistance thermometers. 

s.. Triple recorders for themo—eleraents and resistance thermometers. 

f <. Profile measuring apparatus for tharrao-elaiaants, according to DHJ„ 

go Single switchboard instruments with sinter magnets. 

h„ Temperature regulators with flexible reconductor. 

i. tfenomsters of all types up to 4,000 atm of normal design as per catalogue. 


Of the 5,000 employees at Schaeffer & Bndenberg, 1,700 era engaged in the mam- 
i secure of such electric measnirement apparatus « 

ln for pressures higher than 4*000 ate are officially 

prohibited^ the German Weights & Measures Bureau had recently ordered a 
pressure meter (Dmcteage) up to £,000 ate, but the Russians refused to grant 
percussion for one exceeding 4,000 atm* 
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